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i. INFQ^REQUESTED IS AS FOLLOWS: 

;045q) 

FAIR 

C. NO MAJOR PROCESSING TROUBLES ENCOUNTERED. SOME 
PROCESSING STREAKS AND PIN HOLES NOTED. CAMERA 
STATIC ON 9-R BURSTING ALONG BOTH EDGES FROM HEAD 
TO TAIL* APPROX I INCH IN FROM EDGES. 

MINUS DENSITY MARKS ON 3 L t 2 AND 3/4 INCHES IN 
FROM THE CLOCK EDGE* AND REPEATING EVERY 1 AND 3/4 
INCHES. 

PLUS DENSITY LINE ON 9-R-PARTS, 1-2-3 ONLY* AND Qf^ 
3 AND 3/8 INCHES IN FROM THE OUTBOARD EDGE. 

METERING TROUBLE ON 9-L-THE FIRST TWO FRAMES ARE 
OVERLAPPED. 
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25X1 A 1773! IN 75114 SECRET PAGE TWO 

25X1 A 2* FOLLOWING IS EXTRACT | [ CAMERA MALFUNCTONSs 

U 9L FILM METERING BETWEEN FRAMES 0001 AND 0002 - POOR. 

REMAINING PART of ROLL, FAIR. 

2. VACUUM FAILURE ON FRAME 0227 - BOTH 9L ANDOR. BOTH 

FRAMES BLURRED. 

3. CAMERA STATIC ON 9R ONLY, APPEARS TO BE BURSTING APPROX 
EVERY l INCH ALONG BOTH EDGES OF FILM AND INTO FRAME I INCH - 

starts at head end of roll and continues through to the tail. 

A MINUS DENSITY SPOT APPEARS ON THE SL ROLL EVERY 1 3/A INCHES, 
AND IS LOCATED 2 3/4 INCHES IN FROM THE CLOCK EDGE. 

4. A PLUS DENSITY LINE, i/32 INCHES WIDE, LOCATED 3 3/8 
INCHES I FROM THE OUTBOARD EDGE ON PARTS 1-2=3 ONLY, 

ON THE 9R ROLL. 

END OF MSG 
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